ETag: "0740ff90c9b4f387a5ed55287b065e25"
accept: */*
authorization: LOW D7JBDnum0KwPVX5x:REDACTED_BY_IA_S3
connection: close
content-length: 1847245
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.21.6 (x86_64-pc-linux-gnu) libcurl/7.21.6 OpenSSL/1.0.0e zlib/1.2.3.4 libidn/1.22 librtmp/2.3
x-amz-auto-make-bucket: 1
x-archive-meta-contributor: Sir John Lawton (chairman)
x-archive-meta-creator: Royal Commission on Environmental Pollution
x-archive-meta-date: 2009-11-27
x-archive-meta-description: There is an urgent need for Government to recognise that artificial light in the wrong place or at the wrong time is a pollutant which can harm the natural environment. This report focusses on the loss of the view of the stars, the nuisance caused by badly designed lighting, and the effects of artificial light on nature and ecosystems. The Commission heard evidence that suggests that more light isn't always better in terms of reducing crime or the incidence of road traffic accidents. Millions of road lights are nearly 30 years old and will need replacing and this should be seen as an opportunity to think about minimising the negative impacts of stray light. There is also evidence suggesting that artificial light can have adverse effects on the biology of many plants and animals. The move towards replacing existing yellow/orange road lighting, which does not affect many organisms, with more modern broader wavelength lighting, which is likely to be detected by a greater number and variety of organisms, could lead to significant impacts on natural systems. The RCEP are therefore keen for local authorities to consider alternatives to simply providing more light, such as using new lighting technologies coming on-stream, and dimming or turning off lights in quieter areas where they are not needed. This would have the added benefit of reducing energy use
x-archive-meta-isbn: 9780108508547
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-publisher: Stationery Office
x-archive-meta-title: Artificial light in the environment
x-archive-meta01-collection: officialdocuments_uk
x-upload-date: 2012-12-08T21:21:15.000Z
